B 1-HVl X xi X O -L-LL-Ci. i J. V^J — .--ii - -i J WAJJJJ. _. 

Approved Fo^elease 2002/09/05 : C I A-RDP78-00 30^)00 100050044-9 




( 


23 April 1975 


MEMORANDUM FOR ALL RECRUITERS 
SUBJECT: Short Employment Tests (SETs) 



We have been advised by | Chief, 

Clerical Staffing Branch, that the 1956 edition of 
the Clerical Test Battery (V-2, N-2, CA-2) is now 
obsolete . 

We are sending you under separate cover a 
supply of the new SETs (V-4, N-4, CA-4). 

Please return all surplus SET (2)s to this office 
for destruction. 
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